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31 July 1979 



MEMORANDUM FOR: General Counsel 

ATTENTION: c 3 

FROM: C 3 (C) 

Security Analysis Group 

SUBJECT: Tscherim Soobzokov- -Justice Department 

Investigation of Alleged Nazi War Criminals 
(U) 



1. Reference is made to your memorandum dated 

16 July 1979 (OGC 79-06500), subject as above. (U/FOUO) 

2. The Director of Security has approved the 
Department of Justice (DOJ) request to review Subject's 
14 December 1959 polygraph report. However, access will 
be limited to those portions dealing with Subject's World 
War II activities. This is the same material previously 
made available to attorneys from the Southern District of 
New York. (S) 

3. The sanitized report, with operational information 
deleted, is available at any time. Because this is 
polygraph information, the Office of Security has serious 
reservations about its release and use. It is requested 
that you notify this Office when the review is scheduled 

so that we may discuss these concerns with Special 
Attorney Lynch. (S) 
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